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Message Text 


LIMITED OFFICIAL USE LENINGRAD 1 166 

DEPARTMENT FOR A/SY/T, A/SY/FO PASS NSU, FBO; FRANKFURT 
FOR RTC 

E.O. 11652: N/A 
TAGS: ASEC.US, UR 

SUBJ: REQUEST FOR SEABEE ASSISTANCE, FIRE ALARM INSTALLATION 
REE: 9/7/77 VISIT OF JERRY MORRISON, FBO ENGINEER 

1 . POST REQUESTS TWO SEABEE ELECTRICIANS FOR ONE MONTH 
TO INSALL CONGEN FIRE ALARM SYSTEM. 

2. COORDINATE TIME OF ARRIVAL OF SEABEE TEAM WITH 

FBO ENGINEER MORRISON TO INSURE ALL SUPPLIES HAVE ARRIVED 
AT POST. 

3. EIRE ALARM SYSTEM WILL BE SUPPLIED BY FBO, MANUFACTURED 
BY HONEYWELL. WIRING IN CONGEN WILL BE LOW VOLTAGE AND 
EXPOSED EXCEPT EOR BASEMENT AREAS. BASEMENT AREAS WILL 
REQUIRE ONE HALF INCH DIAMETER PLASTIC CONDUIT FOR 
PROTECTION. CONGEN BEARING WALLS ARE APPROXIMATELY THRITY 
INCHES THICK, BRICK AND MASONRY CONSTRUCTION.NEUBERT 
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